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New book claims JFKTautopaj', 
photos & X-rays were forged 


WASHINGTON — Two authors 
charged in a book released yes- 
terday that official autopsy 
photographs and X-rays of 
President John F. Kennedy 
were forged, which they said 
pointed directly to a govern- 
ment conspiracy in the assas- 
sination. 

In the book, titled “High 
Treason.’* authors Robert Gro- 
* . den. who served as a photogra- 
phic consultant to the House Sc* 
Tect Committee on 
Assassinations, and Harrison 
Livingston argue that the offi- 
cial autopsy photos show signs 
of being doctored and are in- 


consistent with the X-rays. 

The House committee con- 
cluded in 1978 that there was a 
conspiracy and second gunman 
in the assassination, but it 
agreed with the Warren Com- 
mission that the fatal shot was 
fired from the rear. 

The authors contend the 
changes in the photos were 
made to make it appear the fa- 
tal shot came from the rear, 
which is the official finding of 
the Warren Commission, in- 
stead of from the front, where 
many critics believe the shot 
originated. 

Proof of a second gunman 


firing from the front would 
prove a conspiracy in Ken- 
nedy’s Nov. 22. 1963, murder. 

The authors of “High Trea- 
son” contend “the key to the 
case is the fact that the X-rays 
and photographs arc complete- 
ly incompatible with each 
other. This proves they are for- 
geries. 

Groden noted that if the pho- 
tographs were forgeries, “the 
work had to have been done by 
someone or some agency 
within the government. The au- 
topsy photographs were always 
in the possession of the govern- 


